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1 . ' 

1.1 PURPOSE. This specification establishes the detaU requirements for complete identification 
and acceptance of the Power and Servo Assembly, Part Numbers 2007200-‘011, 2007200-021 and 
2007200-031, hereafter called fiie assembly. 

2. APPUCABLE DOCUMENTS 

2.1 EFFECTIVE ISSUES. Hie following documents form a part of this specification to the extent 
specified herein. Unless otherwise specified, MUitary Standards and Specifications shall be the 
tosue in effect on the date of request for proposal or tnvitation to bid. 

SPECIFICATIONS 

Military 

MIL-T-21038 Transformers, Pulse, Low Power, General Specification for 

APOLLOGAN 

. ND1002214 General Specification for Preservation, Packaging, Packing 

and Container Maricing of APOLLO Guidance and Navigation 
Major Assemblies, Assemblies, Subassemblies, Parts and 
Associated Ground Support Equipment 

STANDARDS 

Military 

MIL-STD-202C Test Metiiods for Electronic and Electrical Component Parts 

DRAWINGS 

APOLLO GAN 

2007200 Power and Servo Assembly 

(Copies of specifications, standards, drawings, bulletins and publications required by supidiers 
in ccmnection wifii specific procurement hmctimis shodd be obtained from the procuring activity 
or as directed by the contracting ofiicer.) 

2.2 CONFLICTING REQUIREMENTS. Ri the event of a conflict between requirements, the 
following order of precedence shall apply. The contractor shall also notity MIT/IL APOLLO 
Management of the conflict. 

a. The contract 

b. This specification 

o. Documents listed in fiiis section 










